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FROSH, JV’S TONIGHT-- 
Pipers to Open 


Season At Rotan 


1973 P I E D P I P E R S TO O P E N S E A S O N A G A I N S T R O T A N F R I D A Y 
game time 8 p m. at Yellowhammer Stadium 


NEWS AND VIEWS . . . 


And What Have You 


By BOB CRAIG 


Area Chairmen Named for 


14th Cattlemen’s Round-Up 


That long awaited week has finally 
arrived for the Hamlin football fans 
as the Pipers will take to the field 
Friday night at Rotan to open the 
football season. While some tans have 
been sat isfied to take each sport in its 
season, there have been others who 
have been counting the days since the 
clock stopped running at Snyder last 
fall. 
For those it has been a long wait, 
but hopefully it will have been worth 
it as it would appear from watching 
the scrimmages and a little bit of the 
workouts, the players too, have been 
counting the days for the season to 
open. 
Our best w ish es go with the Pipers 
Friday night as they open with the 
Y ellow h am m ers and w e know that w e 
are joined in this by all Piper fans. 
See vou at Rotan. 


One can only wonder just how tar 
this current attitude of protecting the 
American consumer at all costs is 
going to be carried. What with the 
Federal Trade Commission requiring 
ad v ertisers to su b stan tiate their 
claims and the federal government 
requiring the recall of defective or 
unsafe merchandise. 
Now a safety expert has come up 
with the idea that if car manufac­ 
turers must recall their autos for 
safety defects, it would seem logical 
for fashion designers to be similar Iv 
responsible. 
The safety expert has in mind the 
shoe m a n u fa ctu rers 
who 
m ake 
women’s shoes that the experts have 
ruled as being unsafe. Clogs and 
platform shoes have come under fire 
from many leading safety experts as 
being unsafe. 
One leading orthopedic surgeon in 
Texas has noted that at least the 
current shoe fad is not quite as unsafe 
as the “ spike heels” of the 1950’s. 
The experts are saying that clogs 
and platform shoes have resulted in a 
dramatic upswing in the number of 
women injured in falls and have cited 
them as also being a hazard to the 


driver. 
The experts claim that the thicker 
soles make it more difficult to place 
the foot smoothly on the clutch, the 
brake or the accelerator. 
In an 
emergency, an error in switching 
from the accelerator to the brake 
could be particularly disastrous. 
The men’s fashion footwear have 
not been overlooked by the experts 
either as males are being rem inded 
that they could have trouble afoot too. 
The experts are suggesting that if 
you must wear four or tive inch soles 
then you should carry driving shoes to 
avoid an elevated accident potential 
on the road. 
We are just wondering when Ralph 


—Continued on page 4 


Appointments 
of 
the 
area 
chairm en for the 14th annual 
C a ttle m e n ’s 
Round-U p 
for 
Crippled Children have been 
announced by Charlie Morris of 
Abilene, general chairm an. 
The area chairm an plays a 
key role in the success of this 
unique fund-raising event 
to 
support 
the 
non-profit 
West 
Texas Rehabilitation Center in 


abilene 
Serving as chairm en for the 
Hamlin area again this year are 
Bill Feagan and Cecil Sellers 
Serving as chairm en for the 
Aspermont area are Leonard 
Branch. Steve Cochran. George 
Humphrey and A A Tate 
Over the past thirteen years 
the Kound-Up has raised well 
over one million dollars to help 


ANDY B FRENCH 
elected secretary-treasurer 


Andy French 
Elected Officer 
Of Oil Firm 


Andy B French, a certified 
public accountant, has been 
elected secret a r y -treasurer and 
a director of OkJahoma Oil Co. 
of Dallas, Wheeler M. Sears, 
president, announced 
F re n c h 
fills 
a 
v a c a n c y 
created by the resignation of 
N orbert 
G eniuz 
w hen 
the 
co m p an y 
m o v ed 
its 
headquarters from Chicago to 
Dallas, Sears said 
Prior to joining Oklahoma 
Oil, French was associated with 
both Arthur Young & Co. and 
Arthur Andersen & Co. in Dallas 
as a CPA. 
French is a m em ber of the 
American Institute of Certified 
Public 
Accountants 
and 
the 
Texas State Society of Certified 
Public Accountants 
Oklahoma Oil owns oil and 
n a tu ra l 
g as 
producing 
properties in 
various 
South­ 
w e ste rn s ta te s , 
p rin c ip ally 
Texas and New Mexico. It is 
common stock is traded over 


the counter 
French is the son of Mr. and 
Mrs. A B French of Garland, 
former Hamlin residents. His 
wife 
is th e 
fo rm e r 
L inda 
P earce, daughter of Mr 
and 
Mrs C. E. Pearce 


this m u lti-fa c e te d tr e a tm e n t 
c e n te r 
c a r r y 
on 
a 
c o m ­ 
p re h e n s iv e 
p ro g ra m 
of 
rehabilitation 
and 
diagnostic 
services for the handicapped of 
the So uth w est. This y e a r 's 
budget is $524,500, with the 1973 
C a ttle m e n 's 
R ound-U p 
for 
Crippled Children expected to 
raise $130,000 of that amount 
During the Round-Up, leading 
ranchers throughout Texas and 
o th e r 
so u th w e s te rn 
s ta te s 
donate cash and livestock of all 
kinds to be sold at one of the 
special 
auctions 
The 
( attle 
Sale is set for September 24th at 
R a n c h e rs 
and 
F a r m e r s 
Livestock Auction in Abilene, 
with Horse and Sheep Sales set 
for early October in Abilene and 
Coleman. 
G en eral C h a irm a n M orris 
stated, ‘‘This has been a good 
year for the cattlem an, and I 
c a n ’t think of a better way to 
m ake this a good year 
for 
th o u sa n d s 
of 
h a n d ic a p p e d 
children and adults, than by 
making an extra effort to m ake 
this y e a r’s Round-Up the best 
yet ” 
M o rris 
a d d ed , 
The 
cattlem an has played a m ajor 
role in making the Center a 
haven of hope to more than 
20,000 handicapped people over 
the past twenty years 


Services Held 
Tuesday for 
Mrs. Hudson 


F u n e ra l for 
M rs. 
A rth u r 
(I.yda Bond) Hudson. 76, was 
held at 4 p m Tuesday at First 
United Methodist Church The 
Rev Marshall Stewart, pastor 
of the Church of the Nazarene, 
officiated 
Mrs 
Hudson, a resident of 
Hamlin since 1916, died at 12:20 
p.m. Monday at her home, 129 
N W Ave H 
She was a charter m em ber of 
the United Methodist Women of 
First United Methodist Church, 
and a m em ber of the Order of 
the E astern Star, No. 460 
Bom July u , 1897, in Pioneer, 
she was the daughter of the late 
Mr. and Mrs. F red Stewart. She 
moved to Hamlin rn 1916 from 
E astland She m arried Arthur 
(Sox) Hudson in Anson in June. 
1923 
S u rv iv io rs 
include 
h e r 
husband One brother preceded 
her in death, Frank L. Stewart 
June 17, 1972. Burial was in 
H am lin M em o rial C e m e te ry 
under the direction of McCoy- 
Funeral Home. 
P a ll b e a r e r s 
w ere 
H enry 
Albritton, E dw ard G ardner, VE 
T 
Johnson, 
Bill Davis, 
Bill 
Rountree and Jack Willingham 


Mr. 
and 
M rs 
D annie 
M aberry, Shannon and Shawna 
of Jal, N. M. and his parents. 
Mr and Mrs J W. M aberry, 
and Mr and Mrs. John O’Neal 
visited in the Arlington area 
Saturday through Monday and 
went to Six Flags over Texas 
Sunday 


VA Advisory 
Committee 
Named Here 


Six 
community 
leaders 
in 
business, labor, education and 
agriculture were nam ed to the 
Hamlin High School Vocational 
A g ricu ltu re A dvisory 
C om ­ 
mittee at 
a 
dinner meeting 
F rid a y ev ening 
at 
H am lin 
Restaurant 
Named were Holman Jones. 
Connally Ford Sales and far 
m er. chairm an; Guy Weaver, 
M oore 
E le v a to r 
assistan t 
m anager, secretary, both three- 
year directors, Kenneth Hertel. 
Carlton Implement Co., Mrs 
Jo e 
W ayne 
C a r te r , 
h o m e ­ 
making teacher, bo ti two sea* 
directors; and Robert Moore, 
Pied Piper F arm s, and VC 
Johnson, F arm ers and Mer­ 
c h a n ts N atio nal 
Bank 
and 
farm er, both one year directors 
These com m ittee mem bers 
will ad v ise M ilburn 
Wink, 
te a c h e r 
of 
vocational 
agriculture, in 
planning and 
con du ctin g 
th e 
off-farm 
a g r i c u l t u r a l 
o c c u p a t io n s 


program 


The P'ed Pipers will open the 
1973 football season at Rotan 
F riday evening when they take 
on the Yellowhammers with the 
kickoff set for 8 p m Tickets for 
the 
co n test 
will 
only 
be 
available at the gate. 
But football fans will not have 
to wait until Friday night to get 
the season underway as the 
Hamlin 
Freshm en 
will 
host 
C olorado City h ere to n ig h t 
(Thursday) with the kickoff set 
for 7 p m The Junior Varsity 
will be traveling to Anson to 
open their season with 
that 
kickoff also se! for 7 p m . 
The two junior high team s 
will not open their season until 
Tuesday, Sept. 18. 
The Pipers, ranked in some 
quarters as being fourth in the 
state and only third in area in 
another, will be going against 
their old arch rivals at Rotan 
Ixist year the Yellowhammers 
knocked off the P ip e rs 22-1S 
Scouting reports indicate that 


the 
Yellow ham m ers will 
be 
fielding a small quick team 
whose m ain weakness will be 
lack of depth with eight boys 
playing 
b oth 
offense 
and 
defense 
Running mostly from the "I 
slo t-rig h t 
fo rm a tio n , 
the 
Y ellow ham m ers are expected 
to use th eir quickness to run 
outside an d a re expected to take 
to the a ir quite a bit. 
Leading the Yellowhammer 
offense 
w ill 
be 
th ird -y e a r 
s ta rtin g q u a r te r b a c k B ru c e 
Jones who is rated as a good 


JUDY CONTRERAS 
receives scholarship 


Judy Contreras 
Receives Grant 


Jud y 
Inez C o n tre ra s. 
18, 
daughter of Mr and Mrs. Ti me 
Contreras of 
1247 Southwest 
Ave. B in Hamlin, has been 
aw arded 
a 
Latin 
American 
s c h o la rsh ip by the Baptist 
General Convention of Texas. 
Miss Contreras, who plans to 
e n t e r 
H a r d i n - S i m m o n s 
University in the fall, was given 
a grant of $250 per sem ester for 
her college career 
The T ex as 
B aptist 
L atin 
A m erican S c h o la rsh ip s a re 
awarded annually to worthy 
stu d e n ts 
a tte n d in g 
B aptist 
schools. They a re financed 
through the Mary Hill Davis 
State Missions Offering, taken 
each year by most of the 4,400 
S outhern 
B ap tist 
c h u rch es 
across Texas. 


Hightower 
Appointed 


L ie u te n an t 
G o v ern o r 
Bill 
Hobby today announced the re ­ 
appointment of Senator Jack 
Hightower of Vernon to the 
Texas Legislative Council 


The 
L eg isla tiv e 
Council 
conducts research and drafts 
bills for m em bers of the Texas 
L eg islatu re. 


P TA to Hold 
First Meeting 
Here Tuesday 


T he 
in troduction 
of 
all 
te a c h e rs in H am lin P ub lic 
Schools 
will 
h ig hlig ht 
the 
opening 
meeting 
of 
Hamlin 
Elem entary 
Parent-Teachers 
Association 
Tuesday 
evening 
from 7:30 to 8:30 in the high 
school cafetorium 
E n te rta in m e n t 
will 
be 
presented by the new public 
school 
music teacher, 
Reba 
Jackson 
Superintendent 
Bob 
Hawes 
will introduce board m em bers 
and teachers 
A special 
in­ 
vitation has been extended to 
b o a rd m e m b e rs 
a n d 
Supt 
Hawes has requested that all 
teachers attend 
Yearbooks will be distributed 
and dates for the September 
m e m b e rsh ip drive an d the 
October magazine and Hamlin 
Herald drive will be announced 
Discussion for fund raising 
projects will also be included on 
the agenda Mrs Guy Weaver, 
president, will preside 


Film on Drug 
Abuse Set Sat. 


A Drug Abuse Film will be 
shown in the Aspermont High 
School Auditorium Saturday at 
8 p m The film will be spore 
sored by 
the the 
Stonewall 
County Sheriff’s Departm ent 
The public is invited to attend 


First Baptist 
Church Sets 
Special Day 


A 
R o u n d -u p 
Day 
in 
th e 
Sunday School and a Special 
Building F un d Day has been set 
by First Baptist Church Sept 
16. Special em phasis has been 
place d 
on 
a tt e n d a n c e 
a n d 


p a r t i c i p a t i o n on this date. 
Goal for the building fund for 
that date h a s been set at $30,000, 
;hi* required amount to start 
building of the new education 
kitchen parlor fellowship 
hall 
unit 


passer and a good field general. 
Doing most of the running for 
the H am m ers will be Tailback 
Jerry Gentry who has good 
speed and is extrem ely quick 
At 
fullback 
will 
be 
Bobby 
R o d g ers 
who 
is 
a 
stro n g 
blocker. Running at wing or slot 
back will bt Jam es Goodwin. 
At split end will be Joey Allen 
and at tight end will be Reid 
Cave. At tackles will be Gary 
W ester and Earl Leach, 
at 
guards will be Dan Sm ith and 
Johnny Hardin and at center 
will be Bub Allen 
Starting offensively 
P ip e rs will be 
(IO 
H ooper, 
150 pound 
q u a rte r b a c k , 
(24) 
Jones 
175 pound junior half­ 
back, (30) Albert McAfee, 190- 
pound senior fullbacK and (20) 
Bill Cork. 145-pound senior split 
reee ver 
In the line w I be (50) Rick 
C row ley, 
185 pound 
senior 
cen te r, <60 Gerry ’V arg . 180- 
pound junior guard; (61) Alfred 
M cA fee, 
180-pound 
sensor 
guard; -71 
Steve McKissack 
200-pound senior tackle; (74) 
Ray Sci Tres, 240-pound senior 
tackle; (83) George Titus, 160- 
pound senior end. 
and (84) 
David Willis, 185-pound senior 
end. 


for the 
Willie 
senior 
Johnny 


Australian Visits Stotts 


While On World Tour 


Joh n 
Young, 
le c tu re r . 
D e p a rtm e n t of M an ag em en t 
S t u d i e s . 
P e rth 
T echn ical 
C ollege 
in 
P e rth , W e stern 
Australia, 
visited in 
Hamlin 
Wednesday through Friday as a 
house guest of Mr. and Mrs. 
Melvin Scott. 
Mrs Scott corresponds with 
Mrs. Ron Cornish, wife of a 
Perth Rotarian, and Young is 
Mr 
Cornish’s brother-in-law 
He is on a world tour studying 
peoples and customs, Mrs Scott 


said 
He 
wav 
met 
in 
A bilene 
Wednesday morning by Mrs 
Scott and was Mr. Scott’s guest 
at Rotary Club at noon Here he 
m et 
S tev e 
C ochran, 
local 
distributive education teacher 
and w as taken on a tour Wed­ 
nesday afternoon. They were 
accom panied by Gary Finley, 
vocational agriculture teacher 
He visited a hog farm and 
cattle ranch While on the tour 
he also saw a hawk, a buzzard 
and a rattlesnake, things that 
are com m on to West Texas but 
unique to the visitor 


T hursday morning he spoke 
to 
four 
different 
groups 
at 
Hamlin High School. He was 
awed that a school the size of 
Hamlin would have a band­ 
m aster His children attend a 
high school of several thousand 
students and they have no band. 
Friday he visited the “ shops 
of Hamlin and had ‘coffee in a 
drug store,” som ething very 
different to the life style of 
Australia. 
Young and his wife have two 
sons and a 
daughter. 
Their 
home city is known as the ‘‘city 
of Light” since it was the first 
city seen at night by orbiting 
A merican Astronauts on one of 
th e 
s p a c e 
fligh ts. 
P e rth 
voluntarily 
illuminated 
their 
city 
for 
a 
salute 
to 
the 
a s t r o n a u t s to become an im­ 
portant part of space history. 
Young 
will 
’■ ;sit 
in 
New 
O rlea n s , 
L a., a nd 
then 
in 
Atlanta, Ga . with professional 
colleagues Other stops planned 
are in Ohio, Michigan Boston, 
before going to London and 
points in Europe 


R E A D Y TO L E A D T H E C H E E R S 
Hamlin High School cheerleaders will be 
sparking enthusiasm for the Hamlin Pied Pipers when they lead the cheers in 
Rotan Friday evening when the season opens in Rotan Friday evening. Clock­ 
wise are Patrice Moore, Sheri Howerton, Carla Adair 
head cheerleader), 
Susan Howerton and Rita Casey 
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GO - GO 
PIPERS 
SCORE WITH 
BEAT 
ROTAN 
LOW PRICES... at 


0 ->V., 


SHI R FIN E 
30 
PEARS 


►ION TE 
GR. BEANS 
ENG.PEAS 


YE! 
CR. CORN 


)/. 
TUNA 


SCOTTIE 
TISSUE 


n j 
155 


C O U L O N E A F iR tS . 


PIG GLV WIGGLY! 


H 49 


A. F. 
NO. I 
LB. 
BACON 


CENTER CUT 
LB 
™ 
PORKCHOPSm 


END CUT 


SEEDLESS 
GRAPES 


LB, 29* 
T0MAT0S 23 


IO LB, 
POTATOES 9 09 


SIH 
SNOWDRIFT 95* 


SHUR FINE 3 OZ. INST AI 
TEA 


TISSUE 


OR. JUICE 
39* 
MELERINE 43* 


GANDY'S 


^sSs'pASssV^sssSSSSSNSSViSSSWSSSVtVyVASWSSVVAVtVVVAVtVASSSSSSSNSSS^^ 


~ 
. . A 
. n i p 20?5 with this couoon 
f v 
P A L M O L I V E , 
i 


’ 
DISHWASHING LIQUID 
i 
WITH THIS COUPON 
; 


I M il ONE COUPON PEP UNIT PURCHASED 


ICECREAM 89* 


SHUR FINE 
I 
HAIRSPRAY 49*1 
PANTYHOSE 49 


RANCH STYLE SPANISH 
15 OZ. 


vSSSSSSSSSSVSSSVSSSSSSsSNSSV.SSSSNSVMVAW»VVSW»Vt<><>S\SV>SVS^Y>^ 


THIS COUPON ONLY REDEEMABLE AT 
PIGG LY WIGGLY 


COUPON 
f save 70 


IO 
M a x w e l l house 


AT 
PIGG LY WIGGLY 


‘• O O OZ JAR ON v S l . 3 9 


HOFFEE 


W I T H 
COUPON 


\ 
ON SALE THIS WEEK! 


DESSERT 
DISH 
RICE 


KEEBLER I# 
WITH FREE COLOR FILM 


\ 
WITH EVERY 
* X 
$5 OO PURCHASE CRACKERS 
37* 


< 
Jr. 
ONE COUPON PER FAMILY • OFFER EXPIRES 
9 - 8 - 7 3 


PI CXI LY WIGGLY 


SAVE rn 


M a x w e l l h o u s e ’ c o f f e e 


l l b . 7 5 * s e 
only 
" 
T coupon 


,rr»it one per 


49c 


^ 
^ 
REG $1 19 


Classic Completer Feature 
CLASSIC 
SUGAR BOWL 


NABISCO 


15 
OZ. 


family • Coupon expires 
9 -8 -7 3 I 


Reg. $2.99 
fl| Only $1 99 This Week 
H 
N e Purchase Required 


Si* 


OREOS 
49< 


juminh. 


h3 
M SW 
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George Reunion 
Held At Lake 
Brownwood 


E ig h t y - o n e 
p e r s o n s 
registered at the reunion of the 
children of the late Mr 
and 
Mrs J C. George and his sister, 
Mrs. Lucy George Harrison of 
the 
Hound 
Top 
Community 
which 
was 
held 
in 
Moun 
tainview 
Reunion 
H all 
at 
Brownwood Lake last weekend 
The Harrison family moved to 
Fisher County around 1916 from 
Hill County and in Dei ember of 
1919 the George family moved 
to Fisher County from Sasakwa, 
Okla Both families, 18 persons, 
lived in a four room house until 
the 
H arrisons 
finished 
gathering their cotton so they 
could move to their new location 
in the Hitson Community. 
All eight George children and 
four of the Harrison children 
were present 
Attending were Caille George 
Scott of Sasakwa, Okla., Gillie 
George Beard, Mr 
and Mrs. 
Albert George, all of Mc 
Caulley, 
M artin 
and 
Bessie 
George D ecker of Ham lin, 
Hearn and May George Eaton 
of Brownwood. I S and Lenora 
George Branscum of Marble 
Falls, Arvin and Melvin George 
Strain of Austin, 
B ill and 
Geneva George Thompson of 
San Antonio, Luther Harrison of 
Levelland , G ladys Harrison 
Adair of 
Po rtales, N 
M , 
Mr and Mrs Noel Harrison and 
Donna of E l Paso and Mr and 
Mrs. Clyde Harrison of Los 
Angeles, Ca 
Grandchildren and g reat­ 
grandchildren were from San 
Angelo, 
Slaton, 
Longview, 
Austin, Sumter, 
S 
C., New 
Braunfels, Amarillo, San An­ 
tonio, Brownwood, McCaulley, 
Rotan, and Arlington. 


H A RD EN M E M O R IA L 
L IB R A R Y 


.121 Southw est \v e A 
Schedule 


Monday 
Tuesday 
Wednesday 
Thursday 
Friday 
.sat ut day 


3 30 to 5 
ii m 
3 30 to 5 30 p rn 
3:30 to 5:30 p m 
3 30 to 5 30 p in 
3 30 to 5 30 p rn 
< 'loser! 


HOSPITAL 
PATIENTS 


In Hospital Wednesday: 
Judy K Willis 
Mamie Morris 
Mrs M T. York 
Jan ie Mendoza 
Arthur Penaluna 


I R Witt 
T P. Turner 
A I) McCain, Merkel 
Jessie Hagins 
Ella Keeth, Aspermont 
Charles Rash, Peacock 
Dismissed from Aug 29 to Sept 
5. 
Charles Jenkins 
Pearl Johnson, Roby 
Stella Mixon 
C. B Dickson, Roby 
Mamie Morris 
A 
Hudson 
Sue Sellers 
Alice Wills 
Ruth McCurdy 
Mrs H R Gray 


FHA to Host 
Salad Supper 
Here Monday 


The Future Homemakers of 
America 
will 
host 
a 
salad 
supper for members and their 


m others Monday at 7:00 in the 
high 
school 
cafetorium 
Members arr* to bring a salad of 
their choice 
Piper Willis will be in charge 
of the program The incoming 
freshm en w ill 
be form ally 
initiated and the officers will 
explain the purposes of FUA 


Garden Club 
Sets Meeting 


The Hamlin Garden Club will 
meet Thursday, Sept 13, in the 
home of Mrs John Ed Day at 2 
p rn for the opening meeting 
Mrs 
R 
L 
Goodgame Jr., 
president, will preside 


Members are asked to answer 
roll call with an item from 
“ Lone Star Gardener or Flower 
Show Manual 
Yearbooks will 


be presented 


WATCH REPAIR 


WORK GUARANTEED 
32 YEARS EXPERIENCE 
WITT 
JEWELRY 


247 So. C entral 
576-3411 


Maberrys Hold 
Reunion Aug. 
26 In Rotan 


The annual Maberry Reunion 
was held Sunday, Aug 26, at the 
Rotan 
Community 
Center, 
Rotan In charge of registration 
of the 115 guests were Mrs. 
Johnnie M aberry and M rs. 
Bobby 
George 
M ab erry. 
Luncheon arrangements were 
handled by Johnny Maberry. 
Bobby George Maberry, Henry 
M cElyea 
Jr. 
and 
Rudy 
V. 
Hamric. Musical entertainment 
was furnished by Alvin Seaton 
and Jam es Duke 
A prayer was given by Albert 
Maberry, before the luncheon. 
Johnny M aberry. president, 
presided 
Officers elected were: Henry 
M cElyea Jr . of Port Stockton; 
presid en t; 
Bobby 
George 
Maberry of McCaulley, 
first 
vice 
president; 
Clinton 
M aberry of Duncanville, second 
vice president, Peggy Maberry 
Ross 
of 
Abilene, 
secretary- 
treasu rer 
and M rs. Doyle 
Seaton of Meadow, historian. 
Attending 
from 
McCaulley 
were 
Mr. 
and 
Mrs 
Bobby 
George Maberry, Mr and Mrs. 
George Maberry, Mr and Mrs. 
Ray Maberry, Edna Ragland, 
Mrs 
Armond Smith and Ar 
vinelle, 
M rs. 
John 
Fra n k 
Maberry, Mr and Mrs Albert 
Maberry and Gordon, Mr and 
Mrs Luther Maberry, Mr and 
Mrs Jim Fancher, and Mr and 
Mrs Ernest Webb 
Mr and Mrs Ross Douglass 
of Sylvester attended 
Hamlin residents attending 
were Mrs J P Cornelius, Dick 
Maberry, Mr and Mrs L 
R 
Andress, Mr 
and Mrs 
Ben 
Maberry, Mr 
and Mrs 
Jim 
Pope 
Others 
were 
from 
Post, 
Meadow, Lubbock. Whitharral, 
P la in v ie w . 
D u n c a n v ille , 
Brow nfield, 
Lam esa, 
Fo rt 
Stockton, 
Abilene, 
M in eral 
W ells, 
Sylvester, 
M erkel, 
Kermit, Sweetwater, 
Gilm er, 
E ra , 
San 
Angelo, 
Odessa, 
Midland, San Antonio, Girard, 
Andrews, Graham and Rotan 
The 
group 
will 
meet 
the 
fourth Sunday in August, 1974, 
at 
the 
Rotan 
Com m unity 
Center 


Callie Scott of Sasakawa, Ok , 
visited in the home of her 
sisters, Bessie D ecker and 
Gillie Beard and with a brother 
and nephew, Albert George and 
Julius Decker recently Martin 
and Bessie Decker and Mrs 
Gillie Beard took her home and 
\ isited her husband and a niece, 
Mildred Lucas, and her fam ily 


News deadline is noon Tuesday 


FOR THE 
TIME OF YOUR LIFE 


JOIN US ON OUR TOUR 


BIBLE LANDS PILGRIMAGE & CRUISE 


9 DAYS BY AIR AND SHIP 


DEC. 26 - JAN. 3,1974 


VISIT FIVE 
, 


COUNTRIES 


ALL INCLUSIVE—ESCORTED 
889 


VISIT BETHLEHEM, NAZARETH, JERICHO, 
JORDAN RIVER, DEAD SEA, SEA OF GALILEE, 
JERSALEM AND MUCH MORE. 


P R I C E 
I N C L U D E S 
AIR 
T R A N S P O R A T IO N , 
S H I P 
C R U IS E , 


M E A L S , 
G U I D E S , ETC. 


CALL OR WRITE IMMEDIATELY 


HR W L E R A Y F O W L E R 
6218 AU DE N, HOUSTON, T E X AS 77005 
UK< 
A R E A CODE 713 668 2319 


R E V L E NA R D H A R T L E Y 
P. O BOX 6386, O DESSA, T E X AS 79762 
O F F I C E : AC 915 366 8879 
R E S : AC 915 362-3925 


Retired Teachers Bridge Winners 
Meet Saturday 


Jones 
County 
Am erican 
Association of Retired Teachers 
will 
meet 
Saturday 
at 
the 
Sirloin Restaurant in Anson tor 
a luncheon 
Mrs. M H Galbreath will be 
in charge of the program 
Anyone 
interested 
in 
becoming a member is invited 


to attend 


News deadline noon T 


Mrs 
W 
(J 
Willbanks and 
Mrs Dale Lain were first place 
winners 
at the 
Tuesday 
evening 
meeting 
of 
Hamlin 
Duplicate Bridge Club Mrs. L. 
W Shivers and Ray Sonnenburg 
were second. 
A tie for third was 
between 
Mrs Harvey Flkins and Mrs 
Ray Sonnenburg and Mrs G. W 
Comegys and Preston Morrow 
of Rotan 


Classifieds get results. 


IN V IT A T IO N S 


*Engra ved 


sprinted 


^Raised lettering 


Choose from m any type 


styles and stock for 


invitations, announce­ 


ments and w edding 


ann iversary events 
HAMLIN HERALD 


MRS. MERLE STANLEY LEDBETTER 
. . formerly Sharon Joyce Stewart 


Stewart, Ledbetter Vows 


Exchanged Here Saturday 


Mr and M rs Merle Stanley 
Ledbetter are residing at Sixth 
and Grant in Abilene following 
their m arriage here Saturday at 
7 IO p m in the Church of the 
Nazarene 
The bride, the former Sharon 
Joyce (Jo y ) Stewart, is the 
daughter of Mrs 
Dorothy M 
Stewart of Englewood, Colo , 
and Claude E 
Stewart J r of 
Metairie, La 
Parents of the 
bridegroom are Mr and Mrs. 
Charles Ledbetter 
The Rev 
Marshall Stewart, 
uncle of the bride, officiated. 
Mrs. Larry 
Farnsworth was 
organist. Vocalists were Mmes 
M arshall 
Stew art 
and Joe 


Norton. 
Mrs 
C h arles 
Ledbetter, 
sister in law of the bridegroom, 
was 
m atron 
of 
honor. 
Bridesm aids 
were 
Linda 
Stewart of Englewood, Colo , 
sister of the bride, and Gayla 
Stewart, cousin of the bride 
Charles 
Ledbetter 
Jr ., 
brother of the bridegroom, was 
bestman. Groom sm en were 
Tom True of Hutchinson, Kans., 
and Duane Stewart of Dallas, 
cousin of the bride 
Stacy 
Cross 
of 
La Juan ta, 
Colo , was flower girl 
Darrin 
Wilson of Pueblo, Colo., was 
ring bearer 
Candlelighters 
were Jim m y Ledbetter, brother 
of the bridegroom, and Douglas 
Wilson of Pueblo, Colo 
Ushers were Virgil Turner 
and Frank Meyner. 
Presented in marriage by her 
father, the bride wore a gown of 
lace, organza and peau*de sole 
designed with fitted bodice 
outlined with lace edging at the 
high 
neckline 
and 
Victorian 
sleeves 
P e a rls traced the 
hemline of the A line skirt and 
showered the chapel train Her 
camelot headpiece of lace was 
accented with pearls. 
A ttendants’ 
gowns 
were 
designed with bodices of green, 
orang# and yellow with long 
sleeves and high neckline at­ 
tached to floral gathered skirts 
with ruffles at 
the hemline 
They wore matching fiats 


The reception was hosted by 
the bride’s father in Fellowship 


Hall 


The bride is a 1971 graduate of 
Englewood (Colo ) High School, 
The bridegroom attended 
Newton 
(Kans > High School 
and is employed by Independent 
Grocers Association in Abilene 


The 
rehearsal 
dinner 
was 
hosted 
by 
the 
bridegroom’s 
parents in the church annex. 


A prenuptial compliment to 
the bride was a gift tea in the 
home of Mrs Joe Norton, Aug 


23, 
Guests were received by Mrs 
Norton and presented to the 
honoree; her aunt, Mrs. M ar­ 
shall 
Stew art; 
her 
grand­ 
mother Mrs Claude Stewart; 
the bridegroom’s mother, Mrs. 
Charles 
Ledbetter; 
the 
bridegroom ’s 
grandom ther. 
Mrs 
Merle Eastman arid the 
bridegroom ’s 
sister. 
N ita 
I A b e tte r 
The 
serving 
table 
was 
covered with a 
floor length 
avocado green velvet cloth. A 
brass candelabra with clusters 
green, yellow and white ca r­ 
nations formed the centerpiece. 


Hostesses with Mrs. Norton 
were Mmes. Warren Reynolds, 
Steve 
Reynolds, 
Raleigh 
Reynolds, Rayburn Higdon, L 
E Warnell, Milton Carter. M. S 
Johnson, Donald 
Young and 
Miss Sherrie Carter 


Visiting in the home of Mr 
and Mrs 
Homer Helms over 
I^abor Day weekend were Mr 
and Mrs. B 
A 
Kay, Kenny, 
Linda. Betty, Lois Eddy and 
Bobby of Marlin; Mr and Mrs 
Alton Williams, Edwin, Billie, 
Armond and Mark of Thornton; 
Mr 
and Mrs 
Jake Robbins, 
Johnnita and Cathi of Hobart, 
Ok.; 
Mr 
and 
Mrs. 
R 
L 
Thompson 
of 
Sentinel, 
Ok ; 
Albert Rodgers of Gustine; Oms 
Helms, Mrs. Johnnie McClure, 
Mr 
and Mrs. J 
D. Shelton, 
Jam es and Tam m y; Mr. and 
Mrs 
Charles Helms, Belinda 
and Jesse, all of Hamlin 


’Hie G. A and Acteen girls of 
First Baptist Church who have 
com pleted 
their 
steps 
of 
progress dur ing the past year 
will be presented in Coronation 
ceremonies Sunday at 7 p m. 


ERROR-FREE TYPIN6 


NVION TYPING SIMON 


c o i n e r i o n » i B » O N 
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SU B SC R IPT IO N KA I E S 


One Year in Trade Territory 
Including Jones. Fisher, Nolan, Taylor, Shackelford, 
Stonewall and Haskell Counties 


One Year Outside Trade Territory 
Bob Craig 
Editor Puhi,sher 
VI re RnhCraifl 
Asst Editor 


lf w e d o n 't h a v e the book you need, please ask 


us to order it for you. 


This B ook Can 
Change Your Family! 


Billy Graham sayt 
THE 
LIVIN G BIBLE 
paraphrased 
nth is book I haw read the 
anc abiding} ruthst»t tk 


S ! intl,irs w itll rn irw n : 
interest and inspiration 
as though t arling to me 
d im t rn >mf.. xi 
I Ins paraphrase 
communu ates 
the message 
ot C brist to our 
generation, 'four 
read mg it will give you 
anew understanding 
of the tx upturns. 


ASSEMBLY OF GOD 
847 S. Central 
Rev. Dick D. McAnally, pastor 
SUNDAY 
Sunday School 
10:00a.m. 
Morning Worship 
11:00 a.m. 
Christ Ambassadors 
6.00 p.m. 
Evening Warship 
7:00 p.m. 
WEDNESDAY 
Midweek Service 
7;(Kip.rn. 
BAPTIST MEXICAN MISSION 
Herman Martinez 
Stamford Highway 
Sunday School 
9:30a.m. 
Worship Service 
10:40a.m. 
Training Union 
' 
6:00p.m. 
WEDNESDAY 
Prayer Service 
7:00p.m. 
CALVARY MISSIONARY 
BAPTIST < HI RCII 
Rev Walter Hickman 
N. W Avenue G. at 5th 
SUNDAY 
Sunday School 
IO:00 a.m. 
Morning Worship 
11:00 a.m. 
BXS 
6:30 p.m. 
Evening Worship 
7:30 p.m. 
WEDNESDAY 
Song. Prayer Service 7:30p m 
CENTRAL BAPTIST ( HI UCH 
Rev. C. G. Grigg 
SUNDAY 
Sunday School 
9 :45 a .rn 
Morning Worship 
11:00a.m. 
Church Training 
6 - OO p rn 
Evening Worship 
7 (hi p rn 
Wednesday Service 
7:00 p.m 
CHURCH OF CHRIST 
Wilton ll. Johnston, minister 
[.ake Drive at A\e. A. 
SUNDAY 
Bible Class 
9:45a.m 
Morning Worship 
IO 45 p m 
Evening Worship 
6 OO p m 
WEDNESDAY 
Midweek se n ice 
7 30 p rn 
CHURCH of the N AZA RENE 
Rev Marshall Stewart 
S W 1st at Avenue C 
SUNDAY 
Sunday School 
9 :45 a.in 
Morning Worship 
10:45a rn 
N Y.P S. 
5:00pm 
Evening Worship 
6 OO p m 


WEDNESDAY 
Prayer S en ice 
7 30 p m 
EAST SIDE CHI RCII OF 
( HR IST 
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Howard Adams, Minister 
I 
Bible Class 
10:00 a.m. I 
Morning Worship 
ll 00« rn I 
Evening Worship 
!< 
P m I 
WEDNESDAY 
Bible Class 
7 W pm 
I 
FIRST BAPTIST CHI RCII 
I 
Rev Howard J Jones 
( 
Nunda’ School 
9 30 a rn 
I 
Morni lg Worship 
10:40 a rn 
'I ram rig ! 'mon 
6 OO p rn 
Even rig Worship 
7 00p.m. 
WEDNESDAY 
I 
Pra>cr Meeting 
7 OO p.m 
First I tilted Methodist Church 
Rev Johnnie Williams 
48 S W Ave A 
SUNDAY 
Sunday School 
' 45 a rn 
.Morning Worship 
IO 5oa rn 
M Y F. 
’ OOp rn 
Evening Worship 
7 im- p rn 
WEDNESDAY 
Sharmg<hoops 
7 30p rn 
FOURSQUARE < 111 HCH 
Rev Robert Curser 
113 S W Avenue i 1 
SUNDAY 
Sunday School 
9 45 a in 
Morning Worship 
11 (M! a rn 
Crusader Hum 
6 00 p rn 
Evening Worship 
7 OO p rn 
WEDNESDAY 
Prayer, Bible Study 
7 30 p.m 
HOLY TRINITY 
CATHOLIC ( III RCII 
Rev Patrick Stinson 
Aspermont Highway 
SUNDA* 
Mass 
9:00 a. BU 
WEDNESDAY 
Services 
7 W pm 
McCa u l l e y b a p t i s t 
Rev Vergil Smith pastor 
Sunday School 
IO Ona rn 
Mi a rung Worship 
Ii on a rn 
Evening Worship 
7:30p rn. 
WEDNESDAY 
Prayer Service 
7 :30 p.m. 
MCCAULLEY METHODIST 
CHURCH 
Sunday School 
10:00a rn 
Worship Services 
IO OO a rn 
NI INDA B NI* I IS I ( III RC H 
Rev. Frank Codington, pastor 
Sunday School 
IO:00a m 
Worship 
11:00 a.rn 
Evening Service 
6 Wp m 
J 
OAK (JROVE BAPTIST 
Ki-v, Leo E Si ntt 
Northeast Ave ii 


C o le m o n A d v Serv 


MAY THIS MESSAGE BE AN INSPIRATION YO MANY IS THE 
SINCERE DESIRE OF THE FOLLOWING INDIVIDUALS AND 


BUSINESSES OF HAMLIN 


P A G E 4 . T U L K : 
. 
i [ E M B E R 6 , 1 9 7 3 


FIFTY YEARS AGO 
(September 14, 1923) 
■ <peed limit in Hamlin is strictly 
I > Hiles per hour 
All who wish to 
avoid trouble and fines had better 
rem em ber to stay within cie lim it on 
the streets of Hamlin. Spee ding on the 
streets is dangerous to all. and this 
law is to be respected, regardless of 
who you are. 
Monday morning the Hamlin Cotton 
Oil Mill w as the scene of a very ex­ 
citing fire It cam e about when Dock 
Gi iff in, the engineer started the fire 
in the fire box 
There was an ex ­ 
plosion and a flash of flame, evidently 
caused by an accumulation of gas 
from the crude oil. The oil was afire 
and things looked good for the loss of 
the main b u i l d i n g of the oil mill. The 
fire alarm was sounded and the big 
fire truck had its initial run. It got 
there with its famous speed, carrying 
a full crew of boys. The boys did a 
good job of putting out the fire; and 
dam age is said to be very light at the 
mill and will not delay the opening of 
the season very much. 
Hamlin 
Schools will 
open 
next 
Monday, and a big attendance is 
ex p ected . 
E v e r y o n e 
sh ould 
be 
thinking and planning for the best 
year in the history of our schools. 


TWENTY YEARS AGO 
iSeptember ll, 1953) 
The first bale of cotton for the 1953 
season was brought to Hamlin last 
Thursday by Hollis W. Madden, who 
farm s four m iles south of town. This 
was m ore than two weeks later than 
the 1952 first bale. The cotton, picked 
off of 12 acres, weighed 2,070 pounds 
and it ginned out a 500-pound bale 
with 940 pounds of seed 
The gin 
bought the bale at 33 cents a pound, a 
premium of two cents above m arket 
price 
Three com pletions, one re-entry, 
and two wildcat locations, for the past 
s e v e r a l 
days 
highlighted 
the 
oil 
development of the Hamlin region. 
M ain tain in g a ste a d y 
s e r ie s 
of 
operations that were renewed with 
more abundance of water several 
weeks ago, the activity is keeping 
interest high 
Preparations are being m ade for 
the entertainment of 175 area Lions 
and ladies next Thursday evening at a 
banquet honoring I. R. Huchingson, of 
Hamlin, for his IOO percent report 
record for the club year just closed. 
Three distinguished Lions of the state 
will be featured in the program. 
There is no cause for alarm by 
citizens of the Hamlin com munity 
over the typhoid fever scare that has 
resulted from three cases of the 
disease during the past few days, 
according to Dr. Hawkins, city health 
officer An adequate supply of vac­ 
cine is available. 
Hamlin Chamber of C om m erce has 
joined in with the California Creek 
Soil 
Conservation 
District 
super­ 
visors in urging Hamlin area {armers 
and ranchers to plant winter cover 
crops, C. L. Howard, CC president, 
announced this week 


TEN YEARS AGO 
(September 5, 1963) 
A series of informative sessions 
concerning the stock market will be 
held this month, at the Oil Mill Guest 
House, by an Abilene brokerage firm. 
Local arrangem ents are being made 
by Dong Justice. The instructions are 
free 
and 
anyone 
interested 
may 


con tact 
J u stic e 
for 
further 
in ­ 
format ion. 
The Pied 
Pipers 
open 
the fall 
football season Friday night as they 
journey to Rotan to take on their 
opening opponent, the Yellowham- 
mers. Since this is the season’s first 
gam e, and the Pipers were able to 
have only one scrim m age gam e this 
year, Head Coach D. C. Andrews and 
his staff expect to m ake changes in 
the line-ups during the gam e and as 
the season progresses. Game time 
will be 8 p.m. and all seats will be 
general admission. No tickets are on 
sale in Hamlin. 
Enrollment in the Hamlin Public 
Schools is down from 1962, according 
to Supt. C. F. Cook. Last year the 
enrollment of 883 w as the highest 
recorded since 1948. The 187 students 
in Oscar DePreist School bring the 
total number of students for the city 
to 1053. 
The first regular m eeting of the 
Pied Piper Booster Club will be held 
Monday evening at 8 p.m. in the high 
school cafeteria. New m em bers will 
also be accepted during the meeting. 
The 
annual 
four-day 
ca r n iv a l 
sponsored by the Hamlin Jaycees will 
open 
Wednesday 
evening. 
Money 
from the project is used to finance its 
m any youth and civic projects. 
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NEWS AND VIEWS . . . 


And What Have You 


—Continued from page one 


Nader, who took on G M with such 
reckless abandon, 
will 
get 
brave 
enough to tackle the world of w om en’s 
fashion. 


While we have not seen it, we un­ 
derstand that a petition is being cir­ 
culated in Jones County to abolish the 
office 
of 
County 
School 
Superin­ 
tendent. If this is the wish of the 
citizens of the county then this would 
be a good year to undertake such a 
project. 
We understand that for the first 
time Jones County will not have a 
single common school district with 
the closing of the Noodle-Horn school 
last spring. Added to this is the fact 
that Everett Beaver, who capably has 
handled the affairs of this office for 
more than 25 years, will retire ai the 
end of his present term. E verett’s 
father 
was county 
superintendent 
before him. 
If there is to be such an election, 
then the petitions should be making 
the rounds soon so that the election 
can be called by the Comm issioners 
Court for November when the voters 
will be casting ballots on nine Con­ 
stitutional Amendments. 
W hile 
the 
o ffic e 
of 
County 
Superintendent probably should be 
eliminated it should be pointed out 
that since the county has not been 
paying the costs of this office it would 
not save the county any money and at 
the sam e time it will put more work 
on the local superintendents who will 
have to take over the work done 
countywide by the superintendent. 
It will take a petition bearing the 
signatures of IO percent of the total 
number who voted for governor in the 
last election for the com m issioners 
court to call such an election. 


Social Security Package 


Ss tor Classroom Use 


p a c k a g e of educational 
rials 
leafing w ith so- 
. c: rity is a v a il a b le to 


o r 
I t h I 
se n i o r 
high 
of tea* he rs for 
me in 
classroom , a c c o rd i n g to 
L -c. u r i t y obit ials hi re. 
i( 
kit, d e s i g n ' d to a r ­ 
ri* 
y o u n g people with 
ii sec i r i t y , includes dis- 
charts, a 4-page 
No.: • • 
newspaper, a 
ti Se -urity q liz, ini»»r- 
ona! p u b lic a tio n s, a n d 
i h e r ’s gu de, a spokes- 
sa i d . 
aliet • 
d e s c rifling 
t wo 
ic -vis ia1 
aids, 
‘T nu»'• 
a 30-m inute film that 
es four examples of what 


social security is doing for 
young 
people 
today, 
and 
“Help! I’m a N um ber,” a 
slide tape 
show 
that 
ex­ 
plains the use of a social se­ 
curity number, are also in­ 
cluded in the te a c h e r s’ kit. 
“Although 
people 
still 
tend to think of social se ­ 
curity as a retirem ent pro­ 
gram ,’’ the spokesman said, 
“ it really touches all age 
levels. 
“Today, most youngsters 
already have social security 
protection based on work 
records 
of 
their 
parents, 
and 
many 
students 
have 
started building social se­ 
cu rity 
protection 
in their 


own right through work in 
part-time or summer job s,” 
he said. 
The teach ers5 kit can help 
students find out how* social 
security works and how it 
will help them, the spokes­ 
man said. 
“ For more information on 
the kit,55 
he said, “write, 
call, or visit any social se­ 
curity office.” 


You should apply for your 
social 
security 
retirement 
payments 2 or 3 months be­ 
fore you retire to make sure 
your checks start on time. 


The amount of a monthly 
social 
security 
benefit 
is 
based on a worker’s average 
earnings under social secu­ 
rity over a period of years, 


JOE HUDSPETH’S TIRE & APPLIANCE 


GOODYEAR TIRES - G E APPLIANCES 
p 


f 
111 S.E. AVE. A 
576-3656 
I 
S 


ROCKWELL BROS. & CO* 


I 
LUMBERMEN 
I 
129 S.W. 5th 
876-3171 


HOWARD DRUG CO. 
I 
310 S. CENTRAL 
576-3321 


PIGGLY WIGGLY 


HAMLIN 


JOHNSON BUTANE & REPAIR 


50 I 
LAKE DR. 
>76-3541 


CONNALLY FORD SALES 


WELCOME EVERYONE TO SEE AMD DRIVE 
THE ALL NEW FORD LINE 
576-3621 


PRUITT WELL SERVICE 


350 
NYW. 6th 
576-Z406 
DANIELL CONSTRUCTION CO. 


“ QUALITY BUILT HOMES” 


COMPLIMENTS 


HEIDENHEIMER’S 
THE HAMLIN HERALD 


HAMLIN FARMERS CO-OP GIN 


A. E. KILLION TANK TRUCKS, INC. 


Sunday School 
9 30 a.m. 
Morning Worship 
10:50a rn. 
B T U . 
6:00p.m. 
Evening Worship 
7 30p.m. 
PRIMITIVE BAPTIST 
UHURUH 
600 Block N. E. Ave. A 
bilder Valery Henderson of 
Paducah, Pastor 
Meets second Sunday and 
preceding Saturday night 
each month 
SI MSFT BAPTIST < HI RUH 
Robert Ii Green pastor 
V W Ave < 
at nth 
SUNDAY 
Sunday School 
IO:(Wa rn. 
Morning Worship 
11:00 a.rn 
BTS 
6:00 p.m. 
Evening Worship 
7:OO p m 
WEDNESDAY 
Prayer Service 
7:30 p.m. 
SYLVESTER BAPTIST 
t i l l RUH 
Kov Milton Jennings 
SUNDAY 
Sunday School 
10:00a.m. 
Worship 
ll:U0a.rn. 
Evening Worship 
6:30p.m. 
WEDNESDAY 
Prayer Meeting 
8:00p.m. 
I MTE!) PENTECOSTAL 
219 N. EL Ave. B. 
Rev. Jimmy Skiles 
Sunday School 
10:00 a rn 
Morning Worship 
ll 00a.rn 
Evangelistic Service 
7:30 p rn. 
THURSDAY 
Bible Study 
7:30 p.m. 
TUESDAY 
Prayer Meeting 
7:30p.m. 


THURSDAY, 
S B A Y . S E P T E M B E R 6 , 
197.3, I A O R _ 


T H E H A M L IN H E R A L D , H A M L IN , T E X A S 79520 
Neinda Philosopher Claims to Have 


Found Man Who Has All the Answers 


Editor’s note: The Neinda 
Philosopher on his Johnson 
grass farm on Route One 
encounters 
a 
peculiar 
friend, his letter this week 
reveals 


Dear editar: 
I was out here on this Johnson 
grass farm yesterday thinking 
about the plight of the world and 
what can be done about 
it 
without any extra effort by me 
when a friend drove up and we 
got to talking about it and he 
said he had the answer. 
“To all the problems?” I 
asked 
“Yep All of them ” 
“To high prices and slow mail 
service0” 
“Yep.” 
“To earthquakes and letter 
bombs0” 
“ Yep.” 
“To Watergate?” 
“Yep.” 
“ To 
Kidnapping 
and 
skyjacking0” 
“Yep ” 
“To the meat shortage and 
the dollar crisis0” 
“Yep ” 
“To the gasoline shortage and 
the energy crisis?” 
“Yep.” 
“To high taxes and govern­ 
ment debt0” 
“Yep.” 
“To Cambodia, Viet Nam and 
the whole Middle East?” 
“ Yep ” 
“To the arm s race and the 
threat of nuclear war” 
“ \ ep ” 
“ To 
pollution 
and 
the 
problems of the inner cities0' 
“Yep ” 
"To mal functioning 
space 
ships and submarines that get 
stuck on the bottom of the 
ocean?” 
“Yep ” 
“To the 
problems of the 
schools and the flight to the 
suburbs0” 
Yep ” 
“To graft in government and 


illegal contributions to political 
campaigns0” 
“Yep ” 
“To the Constitutional crisis 
over the tapes ’” 
“Yep.” 
“ Now wait a minute. You 
mean you’ve got one answer to 


all these problems?' 
“Yep ” 
“Well, what is it? 
“ It’s 
sim ple 
THINKING.” 


Yours faithfully. 
J A 


STOP 


Rolling Ploins Cattlemen 


To Hold Seminar At Vernon 


VERNON — Scores of Rolling 
Plains producers are expected 
Sept 11 in Vernon for the 197 J R 
P E P Stocker Calf Management 
Seminar. 
The event is project of the 
Rolling 
Plains 
Economic 
Program iR-PEP), the Texas 
Agricultural Extension Service 
and the Wilbarger County Beef 
Producers 
Among speakers will be Tom 
Herrick, president of the Texas 
C attle Feeders Association, 
discussing the future of the 
industry. (Growers, feeders and 
the public have watched lately 
in am azem ent the cost of 
livestock feeds soar to historic 
highs.) 
The Sept ll seminar begins 
at 9 a m. and ends at 3 p rn A 
registration fee includes a 
catered lunch. 
Final hour will be used by a 
panel of cattlemen: 
Stanton 
Brown of Benjamin manager of 
the League Ranch and chair­ 
man of the R-PEP Beef Cattle 
Task Force; Curtis Drat of 
Vernon and Lawrence Harmel 
of Seymour, and chairman Dr 
Dennis 
White, 
livestock 
specialist 
for 
the 
Texas 
Agricultural Extension Service 
of the Texas A&M University 
tTAMU) System 
The seminar is part of the 
overall 
R -PEP 
education 
program, was organized by the 


B e e f Cattle Task Force, and will 
be opened by Dr. 0. D. Butler, 
head of the TAMU 
Animal 
Science Department 
Other speakers will be Ex­ 
tension 
Service 
economist 
Norman 
W 
Brints 
(the 
economics of light versus heavy 
Stocker calves), Dr 
Wally 
Koers 
of 
the 
TAMI. 
Agricultural 
Experm im ent 
Station 
at 
Bushland 
(the 
nutrition of the stocker calf), 
and Dr. Chuck Deyhle of the 
Clarendon Veterinary Hospital 
(a 
health 
m anagem ent 
program for stocker calves). 


Two From Here 
Receive Degrees 


Two students from Hamlin 
received bachelor of science 
degrees in 
accounting 
from 
Abilene 
Christian 
College 
during 
sum m er 
com 
mencement exercises Aug 17 in 
Moody Coliseum on the ACC 
campus 


Elma flee Mayes, daughter of 
Mr and Mrs. Jam es Mayes, is 
employed 
by 
West 
Texas 
Utilities Company, in Abilene. 


Donnie Keith Smith 
son of 
Mr and Mrs Lee Flowers, is 
presently employed at Abilene 
State School. 


lf You’re Hiding Your A g e 
Watch What You Say About Tomatoes 


t t; 
to 


to 
40 
rn.! 
Th 


sui 
aft 


rte-ulti .list 
odin*, fo rt 


I,, fa 


l o p p p tcluc 
t ion 
A morn 


Why the 
good neighbor made 
instant grandchildren, 


In our time, in our world, the old get hidden away and forgotten 


much too often. 
In a Connecticut city, The American Red C ro ss-A m e ric a s 
Good Neighbor— did something about it. 
There Red Cross Youth each “ a d o p t e d a grandparent. Strictly 
one to one. The purpose: regular visits-to make life lust a lit! e 
more worth living for older folks. 
. 


A small matter, you may think--especially 
!?er® 
)ife 
happen to be any older people in your neighborhood, or your ut.. 
But it represents just what Red Cross is all about. 


Because The American Red Cross is a home town affair. That s 


why you find us doing different 
things in different home towns. 
We're what you need us to 
be. Whoever you are. 
Wherever you are. 
And isn t that what a Good 
Neighbor is all about? 


Be a good neighbor. 
Help The Good Neighbor. 


♦ 


the 
good 
neighbor. 


Th* American Red Cross 


HAMLIN PIED PIPERS 
GO MEAN GREEN 
HAMLIN PIPERS 


vs. 
GT AN YELLOWHAMMERS 


KICKOFF 8:00 FRIDAY 
YEIL0WHAMMER STADIUM 


THE CELOTEX 
CORPORATION 


HAMLIN PLANT 


Merle Norman Cosmetic Studio 


242 SOUTH CENTRAL 


JORDAN'S DAIRY CREAM 


BRYANT INSURANCE 
AGENCY 


FARMERS A N D M ERCHANTS 
N ATIO N A L BANK 


“Solid As A Rock” 


HOW ARD DRUG CO. 


PRESCRIPTION SERVICE 


CARLTON IMPLEMENT 
HEIDENHEIMER'S 


H AM LIN RESTAURANT 
JOE HUDSPETH'S 


GOODYEAR - G. E. APPLIANCES 
I 
FAYE COOPER 
KAY BRUNER 


Killion Tank Trucks, Inc. 


TURNER 


INSURANCE AGENCY 


CECIL SELLERS CATTLE CO. 
H AM LIN FARMERS 
COOP GIN 


GENE W ALTON 


WELL SERVICE 
VARIETY 
STORES 


MAMUN 


STYLE CLEANERS 


MR. AND MRS. CHARLES ABSHER 


O. H. WEAVER TEXACO 


452 South Central 


McKISSACK-BYRD 


POWER TONG SERVICE, INC. 


BLUE BONNETT 


BORDEN'S MILK 


JACK HARUGHTY. DIST. 


TEXACO PRODUCTS 


PAUL COOPER. CONSIGNEE 


ROCKWELL BROS. & CO. 


McCOY FUNERAL HOME 


MELVIN M cC o y 


RALPH AND TERRY FERGUSON 


WAGGONER DRUG 


' The Fussy Pill Rollers" 


KISER TEXACO 


FRANK S TV 


SALES AND SERVICE 


576-2122 


ALBRITTON MOTOR CO, 


Chevrolet - Buick - GMC 


REED S STATION & GROCERY 


Mr. and Mrs. W. T. Johnson 
ARROW SERVICE & SUPPLY 


C U N N IN G H A M 


INSURANCE AGENCY 
THE H AM LIN HERALD 


FEAGAN OIL C O M P A N Y 


Mr. and Mrs. John M. Hudson 


GONZALEZ BARBER SHOP 


N ortheast 13th Street 


a d v e rtisin g co n trib u te d tor the public g o o d 
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Hamlin High Happening! 


Announcements 


N O T IC E C A M P E R S 


Electric hookups are available 
now at South Lake 
Fishing 


permit is required. Contact J. 


C Cauble, lakekeeper. 


Automobiles 


B E S T R E A S O N A B L E O F F E R 


on 1967 Ford Galaxie 500 4 


door factory air and new tires. 
Call 576 2270 or see at 
523 
Northwest Ave J. 


GOOD E C O N O M IC A L SCH O O L 


CAR 
1968 air conditioned, 


$750. See at Connally Ford. 


FO R S A L E - 1969 Chevrolet 
M alibu 
4 door certified 
low 


m ileage -reasonaly 
priced— 
see Bill Feagan, 576 3616 


Business 


Services 


P L U M B IN G S U P P L IE S 
H A R D W A R E , P A IN T , ETC. 


We buy Used Furniture 
C R O W B R O T H E R S 


Phone 576 3351 


C U ST O M H A Y B A L IN G 


SA M M A C K H O D G ES 
H A R V E Y L A W L IS 


576 2636 
576 3185 


C H IL D 
C A R E 
in 
my 
home 


daily. 
References available 
Reasonable rates 
Call Mrs. 
Danny W arn er at 576-2293. 


W IL L B A K E pies, cakes and 


cookies 
Call 
Edna 
Cooper, 


576 3467. 


Help Wanted 


W A N T E D 
Lady to live with 
couple and help with elderly 


woman. Call 576 3741, 576 2345 


or 576 3691. 


T E X A S O IL C O M P A N Y needs 
good man over 40 for short 


trip s su rro u n d in g H am lin 


Contact customers We train. 
W rite C. 
P 
Holley 
South­ 
w estern 
P e tro le u m 
Cor 
potation, P O Box 789, Fort 


Worth, Texas, 76101 


D E A L E R OR F A R M E R wanted 


to sell D E K A L B Wintergraze, 
H yb rid 
W h eat, 
G ra in 
So rgh u m , 
and 
Sudex 
in 


Ham lin area 
W rite to Box 
339A, Ham lin, Tx. 79520. 


FO R S A L E 
P E A N U T , 
C A N D Y 
& 
G U M 
V E N D IN G 
B U S IN E S S 
in 


Ham lin. GO O D IN C O M E 6 to 
8 hours weekly. Total price 
$1,238 OO cash 
W rite T E X A S 
K A N D Y K O M P A N Y , Inc. 1327 
Basse Rd San Antonio, Tex. 
78212. 
include 
your 
phone 
number 


Merchandise 


For Sale 


• u t 
S o r t a n i l san* 


a i t h i m r l r r l r i e 


h a m r Iii i i m l rtf f i n it 


I l<‘<*tri<‘ rtiishers anti d r i e r s Hast* 


a st* I l i n t : fo r all fa b ric s , ll 
i m ­ 
p o r ta n t 
It* sort fo r ta brit* is p rs as 


it is fo r r o t o r fastness. M a n s fabri<*s 


do not ni*t*d a hoi w a le r i s e lf. so 


so u s a s t* on 
w a le r b r a t in a . H a i l 


and wash a fu ll load anti sjist* on 


w a le r . ton. 


I o r h elp In ueleeti oft « m o d e l lo til 


if 4, ii r nee d vee pour lo in I u p p fi o n ce s 
d e a l e r . . . and he s u r f lo 
tiboul 
r e c o m m e n d e d o p er at ion . 


Yr initial re 
E le c tric A p p lian ces 
y 


\ s l 
I i r v i i r l r * * 


t i l t s | l l \ I m i I I ll In ll 


Ii 
I i U M r v i 
i i i n l S<iV* • 


f West Texas Utilities 
Company 
An tqual 
Opp!/’ *«' y 
I »rf 


N E E D 
A 
F E N C E 
c o m m e rc ia l or resid en tial 


fence contact E. G Smith at 


576 3823 or 
W ayne Mize in 
Anson 
at 
823 2940. 
F re e 


Estim ates. 


FO R S A L E 
All types field 
and garden seed, fertilizer, 


spreaders, peat moss, weed 
k ille rs , 
in secticid es 
Pied 
Piper M ills, Ham lin, Texas. 


W IT T K N IT SH O P 
Knitting thread, all shades, 
beautiful 
variegated 
colors. 


More yardage than any other 


brands. 


Wanted to Buy 


W AN T TO B U Y 
pint fruit 


ars Call 576 3606 until 5, and 


576 3951 after 6 p.m. 


Piper Patter 


D U N L O P 
T IR E S 
up 
to 
50 
percent discount Steel belted 
and steel radial. Feagan Oil 


Co 


Classified ads bring buyer 
and seller together. 


F A R M R A IS E D C A T F IS H 


We now have the best fishing we 
have ever had Alive, dressed 
or 
you 
catch urn. 
Closed 
Tuesdays. D O U G LA SS F IS H 
F A R M 
C all 
993 4644 


Sylvester. 


N E W S H IP M E N T 


R E A D Y M A D E IM P O R T E D ] 
F R A M E S 


H AN D C A R V E D 
11x14 and 16x20 


F E A G A N O IL CO 


Real Estate 


For Sale 


FO R S A L E 
— Two bedroom 


home. 
Panelled 
throughout. 


Three rooms carpeted. Utility 
room in back. Fenced back 


121 N W. Ave. A. Phone 576 
3047. Larry McCoy. 


F O R 
S A L E 
— 
One 
three 
bedroom, two bath, one car 


g arag e 
hom e, 
co m p le tely 


redone inside with new c a r­ 
pet 
Also 
one 
large 
three 
bedroom, two bath, two car 


garage — all new —~ all the 
goodies. Call 576-3266 


FO R S A L E — Two bedroom 


house on corner lot. Carpets, 
built in 
oven 
and 
burners. 
A ttach ed 
g arag e. 
452 
N 


Central Call 576 2337. 


N E W or renovated mattresses 


and box sp rin gs. 
T h e y 're 
g u aran teed . 
P ic k 
up 
and 
delivery. W estern M al tress Co. 


Phone M rs. W eaver, 576 3117. 


FO R S A L E — 32 percent Liquid 


feed molasses, Black Strap 
molasses, feeders available. 
Pied 
Piper 
Mills, 
Hamlin, 


T exas 


A R M S T R O N G 
Linoleum 
by 


yard. 
12' wide. 
7 different 


patterns to choose from. 
W hite's Auto Store. 


FO R S A L E — Gold shag rug 
6'x9', Stereo record player, 
double garage door with all 
parts. Joe Cowan. 576 2244 or 


576 3666. 


G A R A G E S A L E 
Dishwasher, 


silverplate, trunks, candles, 


la d ie s ', 
m en 's 
and 
boys' 
clothes; 
boys' 
shoes, 
boots 
and coats. 
M any novelties. 
Thursday and Friday. 1005 N. 
W 
2nd. 
Osie 
Young, 
Mae 


Young and Patti Young. 


FO R 
S A L E 
B Y 
O W N E R 
House, T hree bedroom , 2 
baths, living room, full den 
with fireplace, double garage, 
refrigerated air, central heat. 


Call 576 3758 after 4 p m. 


COTTON F A R M FO R S A L E 


182 acres, 
20 pasture; 
162 
cultivation. Cotton allotment 


and Vs m ineral rights go with 
property. Location IO m iles S. 


W 
of 
H am lin . 
C all 
R a y 
W hipple Gold Key Co. Abilene 


692 4006. 


H O U SE FO R S A L E — 3 or 4 
bedroom, bath and half. W ill 


be open from 2 till 5 every 
Sunday afternoon 
29 S. W 


Ave. E. 576 2521. 


Miscellaneous 


THE H A M LIN 
JA Y C E E S 


meet Wednesday 
8 p m., at the 
Jaycee Building. 


By Dana Wright 
Piper Willis 
Blain Lewis 


It looks like ifs gonna be 
another great year! The Pipers 
are ready for Rotan Friday 
night. The team looks like it has 
a lot of ability and power to take 
the 6-AA title once again 
Be 
sure and come and back the 
Pipers all the way 
HHS 
Student Council elections will 
be held today 
(Thursday) 
during the noon lunch period 
Class representative candidates 
are to have petitions signed by 
at least 25 students and three 
faculty members in order to 
compete 
Student 
Council 
officers 
elected last spring include 
Frank 
Shearer, 
president; 
Danny 
Hix, 
vice 
president; 
Piper Willis, secretary; Dana 
Wright, treasurer, 
Patrice 
Moore, reporter 
Hie Hamlin Council will serve 
as 
secret a ry -treasurer 
of 
District II, Texas Association of 
Student Councils, this year and 
will 
host 
the 
District 
Con­ 
vention Date for the convention 
will be set at a District planning 
meeting to be held next week 
Milburn Wink is local advisor 


HHS 


FHA will have its annual 
M other—Daughter 
Salad 
Supper Monday night at 7 OO in 
the High School cafetorium All 
FHA members are urged to 
attend and bring a salad and a 
mother, 
HHS 
The four classes elected of­ 
ficers for 73-74 last week 
The Senior class elected 
Frank 
Shearer, 
president; 
Keith Jackson vice president; 
Diane Ford, secretary; Dana 
Wright, treasurer ; and Mignon 
W illiam s, 
reporter 
Piper 
Queen 
nominee 
is 
Sheri 
Howerton 
H o m e c o m in g 
Q u een 
nominees are Diane Ford, 
Mignon Williams, Leigh Ann 
Vaughan and Sheri Howerton 


Senior 
sponsors 
are 
Mrs. 
Warren (Evalyn) Sharp, Dora 
Mitchell, Mary Esco and Jerry 
Bodine. Class parents elected to 
serve are Mr. and Mrs. John 
Hudson, Mr. and Mrs W. I 
Johnson, Mr 
and Mrs 
Bob 
McKissack and Mr. and Mrs. 
F’rank Shearer. 
Randy Elmore was elected 
president of the Junior Class. 
Other officers include Cheryl 
Lewis, 
vice 
president; 
Rita 
Casey, secretary; 
Rebecca 
Server, treasurer; and Cynthia 
McMillan, 
reporter 
Class 
favorites and Cheryl Lewis and 
Ray Sonnenburg; Piper Queen 
nominee, Rita Casey; and 
sponsors, Mrs. Pat (Glenda) 
Willoughby, Gary Finley, and 
Mrs. J B Jayroe. 
Junior class parents are Mr. 
and Mrs 
Gerald Young, Mr 
and Mrs David Casey and Mr 
and Mrs. Don Elmore. 
Sophomore officers are David 
Moore, 
president, 
Robert 
Phariss, vice president ; Debra 
Hollis, secretary, Gary Ford, 
treasurer; 
and 
Rick 
Craig, 
reporter 
Debra Hollis and 
Steve 
Hastings 
are 
class 
favorites and Susan Howerton is 
Piper Queen nominee 
Sponsors are Sam Ferguson, 
and Bill Grissom. Cass parents 
are Mr and Mrs Ftobert Cary 
and Mr 
and Mrs 
Robert 
Phariss 
F’reshman Class leaders are 
Sue Sellers, president; Leroy 
Gardner, vice president, Lisa 
Howard, secretary; and FJise 
Kelley, reporter 
FIIise Kelley is class favorite 
and Piper Queen nominee Clint 
Wheat is also a class favorite 
Sponsors are David Bonds 
and Tim Jones Mr. and Mrs. 
Cecil Sellers and Mr. and Mrs. 
Delton 
Jackson 
are 
class 
parents. 


Unique Po sitio n 
The 
fa rm er 
is 
the o n ly 


A m erican businessm an who 
buys e v e ry th in g 
he n e e d s 


for p r o d u c t io n at r e t a il 
prices, and then is forced to 
sell his products at w h o le­ 
sale prices. 


HERO Group 
Elects Officers 
At Meeting 


The Home Economic Related 
Occupations students (H ER O ) 
met for the first meeting of the 
year F’riday and elected of­ 
ficers. 
Connie Christian was elected 
president 
Other officers and 
their 
responsibilities include F'rank 
Meyner, first vice president 
(p r o g r a m s ); 
H e rs c h e l 
Houghton, 
second 
vice 
president (encounter)'; Lisa 
Rogers, third vice president 
(projects); Stan Colley, fourth 
vice president (recreation); 
Rhonda Mullins, fifth 
vice 
president (publicity); Terry 
Neal, 
secretary; 
Kenneth 
Dockins, treasurer 
The club will meet the last 
Friday of each month during 
Home Economics Cooperative 
FMucation (H EC E) Class. 


Taxes Run Higher 


Than Food Costs 


Taxes take alm ost tw ice as 


big a chunk out of the co n ­ 
sumer d o llar as food does 


In 1973. the averag e A m e n 


jean w ill h a v e to w o r k 2 
hours and 39 
m i n u t e s of 


each H-hour d ay just to pay 
his taxes 
. 
Bu t he’ll 
o n l y 
h a v e 
to 


w ork 58 m inutes to pay tor 
his food and beverages. 


Few Holds (In C atsup 


Tom atoes are show ing the 


biggest increase in consum p­ 
tion of a n y processed veg ­ 
etable in the U n ited States 
And the reason, experts say, 
is all t h a t c a t s u p b e i n g 
served 
up 
by 
f a s t 
f o o d 


stands and pizza em porium s. 


Po p e y e Needs W h eat 


If Po p eye the S a ilo r M an 


ate w heat 
instead o f s p in ­ 
ach. no telling what s tro n g ­ 
m an feats he m i g h t h a v e 
been ab le to pull o ff S c ie n ­ 
tists h a ve f o u n d t h a t tin' 
iro n in w heat is p icked up 
by th*' body far m ore re a d ­ 
ily than the iron in spinach 


Classifieds get results. 


The 
Governor 
asked 
President Nixon to declare 
Sabine County a major disaster 
area due to flooding 


g u i t a r 


LESSONS 


Only $10.00 per mo. 
Guitar 
Classes 
now 


forming, 
will 
be 
starting in approx. 2 


weeks. 
C A L L 989-2662 
OR 
C O N T A C T 
J O E 
DELTON GALLOW AY 


H A N D M A D E 


DERO’S BOOT SHOP 
ASPERMONT, TEXAS 


SWEETWATER LIVESTOCK 


AUCTION, INC. 


L E T US H A N D L E YOUR C A T T L E N E E D S 


W H E T H E R B U Y I N G OR S E L L I N G 


SALE EVERY WED. 11:00 


C EC IL S E L L E R S , O W N E R 


Hamlin 576 2560 
Sweetwater 236 6378 


G A R A G E S A L E — Thursday, 


thru 
S a tu rd a y . 
C lothes, 
Iro n e r, 
V acu u m 
c le a n e r, 


trunk, bicycle, bed, dishes, 


fire p la c e 
logs 
and 
ac 
cessories, curtains, 601 N. W. 


Ave. H. 


G A R A G E 
S A L E 
— 
C arp et 
blocks, girls' clothes, lots of 
goodies, T h u rsd a y , F rid a y 
and Saturday, Ketta Casey, 
619 N W. Ave I, in the alley. 


R E N T the Jaycee Community 
Building for parties, fam ily 


reunions 
and 
sp ecial 
o c­ 
casions. Call Je rry Smith 576 


3638 


FO R S A L E — Four 8 x 24 ft. 
metal tanks. Ideal for grain 


storage. W. B. Holden 915 576 


3197 


A T T E N T IO N 
L O C K E R 
AND 


H O M E F R E E Z E R O W N E R S 
See us for your processing 


of beef and pork. Butchering 5 
days per week —~ Monday 
through Friday. M eats sold at 
W H O L E S A L E and lo ckers 


a v a ila b le . 
Com e 
to 
the 
" M E A T IN G P L A C E / ' 
IV? 
blocks from the square 
in 
Stamford A R L E D G E IC E & 


M EA T S. 


G A R A G E S A L E - S A T U R D A Y 


O N L Y , 500 N W. Ave. I, lots of 


c h ild re n 's , 
m en 's 
and 


w o m e n s 
clothin g, 
coats, 
shoes, m ed ical d ic tio n a ry , 


books, sewing machine, and 
Su n m ad e 8 speed blend er, 


both 
lik e 
new, 
m an y 
m iscellaneous items. 


FO R "a job well done feeling" 
clean 
c a rp e ts 
w ith 
Blue 
L u stre 
Rent 
e le c tric 
sham poo er 
$1. 
H a rb e rt 


Furniture Company. Vacuum 


bags for all cleaners. 


F R E S H 
P R O D U C E — Okra, 
banana squash, tomatoes and 


melons. Sorry, out of corn. On 
M c C a u lle y 
h ig h w a y, 
past 
Kill ion farm , turn south first 
house 
on 
right. 
Alfred 
R. 


Griffin. 


PO R C H 
S A L E 
— 
Furniture, 


appliances, B W TV, dishes, 
tables, exercising equipment, 
e le c tric 
clock, 
e le c te e 
roaster, clothes, m any other 


items. W 
C. 
Farm er, 
Mc 


Caulley. 


G A R A G E S A L E - 
222 S. W 
Ave 
C., Thursday, 
Friday, 
Saturday. Good clothing, baby 
item s, s tro lle r, g la ssw a re , 


co lle cto rs 
item s 
and 
miscellaneous. 


Yesterday's 


Advice Won t 


Cut It Today 


; • 
ii c la y ’s 
tunnel 
he-eded 
I , ; i<Iv i d 
g ive n his gr<-at- 


“ in mi latin i 
In 
w ouldti ! be 
in busine ss Ie mg 
T h at 
a ei v lee - w h i c h 
ap 
I,(-ared iii a fa n n magazine- 
bae ; 
n 
! HHH 
vc as to avo id 


.iii-, 
dealings w ith bankers. 
|n 
I act. 
ti * 
m a ga zi I e 
fie 
(■hire d. 
A 
ta nile r 
s h u n Id 
shun the- doors of a b ank as 
he 
w ould the a p p r o a c h of 


the plague or ch o le ra ." 
Ka] 
from 
shunning 
bank 


doors, 
today’s farm ers are 


uni> ,nu u b a n k s be-st loan 
custom ers 
I Here using c o s t s ot 
land. 
, , n jip m en t. te r’ ii."- r ch em i­ 
cals. seed 
and other m ate­ 
rials Ila vt- made- ii mice -sa i > 
for farm ers to b o rro w m ore 
cap ital than e ve r in order 
to p r o d u c e ( l i e n a t i o n s 
grow in g 
f o o d 
a n d 
f i b e r 


nu ds 
O n Ja n . 
I 
of this year. 


outstanding farm debt— not 
i n c l u d i n g p r i c e s u p p o r t 
loans 
totaled $70.1 billio n 


T h a t’s e q u ivale n t to about 
I rn, 
of t o t a l 
f a r m assets 


and ret a et 
a $5.5 b illio n in 


cicase cive r a y*-ar age> 
v 'n t of entering the 
farm 


business runs slig h tly higher 
than the old 40 acre and-a- 
m ule svstem d id 
It s now 


calculate d that the m inim um 
cap ital req u ired for an as­ 
piring farm er to ge t in the 
business is about $100,000. 


HIGHER SAVINGS 
RATES? 
YOU BET! 


Annual Rate 
Annual Yield 


90-Day Notice 
Certificate 


$1000.00 Minimum 


1-Year Certificate 


$1,000.00 Minimum 


2-Year Certificate 


$5,000.00 Minimum 


5.75 5.89 
% 


6.25 6.40 
6.5 
6.66" 


2V2-4 Yr. Certificate 


$10,000.00 Minimum 
% 
6.75% 6.92 


W h e r e Interest Is A ccu m u lated and Compounded 


Coming Soon . . M ore Parking Space 


G A R A G E S A L E 
128 South 


west Fourth, Thursday and 
F rid a y 9 a .m to 4 p.m. and all 


day Saturday Nice stereo and 
radio combination, end taoles, 


coffee tables, and other items. 


( iiifornia'** Top C rop 
Cotton is C a lifo rn ia 's lead 


ing field crop 
In 1972, the 


state’s ( ut to n c r o p had a 
gross va lu e of $291 m illion 


STAMFORD FEDERAL SAVINGS 
AND LOAN ASSOCIATION 


BOX 511 - STAMFORD. TEXAS 79553 


"The Fastest Growing in the Big Country" 


rHE HAMLIN HERALD, HAMLIN, TEXAS 79520 


NEWS FROM .. . 
Sylvester 


By M R S 
R 
M 
BARB 


NEWS FROM . 
Old Glory 


We had 
40 in. of rain last 
week but I am afraid it did more 
harm than good We will wait 
and see. 
This 
is 
Labor 
Day, 
hope 
people will use common sense 
and drive carefully so they will 
be around for another holiday 
Mrs. Carra Perkins returned 
to Athens with her daughter 
Mrs. Morris Ftocquemore, last 
week to spend a few weeks 
visitin g 
with 
that 
grand­ 
daughter 
Mrs Acuff of Taft has been 
visiting with 
her 
daughter’s 
fam ily, the Loyd Borens 
We were very happy to have 
Mrs Virgil Potter of Longview 
stop for a short visit one day last 
week 
M rs Mutt E arly decided last 
week while she had a couple of 
days off she would go to Snyder 
and visit 
with 
Tom m y 
and 
family also Bill and fam ily 
Miss P earl Johnson w as able 
to return to her siste r’s home 
last week She had spent som e 
two weeks in Hamlin hospital 
Mr and Mrs E P H arris are 
very proud of their new g re a t­ 
grandson 
He is Stephen Jay 
H arris, 7 lb and 13 oz , son of 
Mr and Mrs Spurlon H arris of 
G arland, born Aug 25. 
Mr 
an d 
M rs 
W esley 
M aberry and girls, Mr. and 
M rs Jam es Hair and sons of 
Irving w ere visiting in the J P 
M aberry and 
R ichard 
Kelly 
hom es over the holidays 
M r 
an d 
M rs 
W oodrow 
Lawlis 
w ere 
surprised 
with 
visits by their daughter, the 
Jim m y P urvis fam ily of Irving 
and their daughter, the Mike 
Dobbs fam ily of Big Spring on 
Sunday 
Visiting 
with 
their 
g rand­ 
m o th e r M y rtle E d w a rd s in 
F isher Co. Nursing Home in 
Rotan were Mr and Mrs Lynn 
E d w a rd s 
an d d a u g h te r, 
R ebecca 
of 
West 
Columbia 
They m ade a brief visit in the R 
M 
Babb 
hom e Sunday 
a f­ 
ternoon 
G ladys 
W illiams has been 
tran sferred 
from F isher Co 
N u rsin g 
H om e 
to 
C allan 
hospital 


Mrs. John T ankersley of Ft 
W orth drove out last w eekend 
and took her m other back with 
her. Delia had been here for 
som e tim e helping care for her 
sister, P earl 
Visiting with their m other, 
Mrs Med Herron Sunday w ere 
her daughters, Meddle G race of 
Snyder and Doris of Dublin. 
They w ere hunting an ice cream 
freezer when we talked to them . 
Visiting with the Coxes and 
Mrs F errell this holiday w ere 
the Steve Kings, Dean and Steve 
Cone, all of Lubbock, M ary 
Alice T errazas of Big Spring, 
Mr and M rs Ferrell T errazas 
of Big Spring, Mr and Mrs Jim 
K im esof Houston, Mr and Mrs 
W. M T urner, Alice and G eorge 
Cross, all of Sylvester 
Those of you that rem em ber 
Miss T essie W alling, who taught 
school 
at 
Newm an, 
will 
be 
happy to know that she is doing 
well and is back in the nursing 
hom e having spent quite som e 
tim e in the hospital She is 93 
Two 
of 
h e r 
nephew s 
an d 
fam ilies flew in to visit with her 
re c e n tly . She liv es in 
Big 
Spring 
The 
Don 
Campbell 
fam ily 
m oved into their lovely new 
hom e just outside of town on 
Roby highw ay 
The 
C harles 
Meek 
fam ily 
bought the Loys Smith house 
and have m oved over there 


M rs Sue Pierson of W ichita 
Falls, daughter of Mr and M rs 
Oran T aylor has pledged Xeta 
Epsilon C hapter of Beta Sigm a 
Phi sorority. 


Mr and M rs D C K err of 
O d essa 
v isite d 
o v e r 
th e 
w eekend with her m other, Mrs. 
0 . R Shelton 


Among new laws which just 
w ent 
into 
effect 
is 
one 
prohibiting denial of credit and 
loans on the basis of sex 
Bilingual application form s 
are 
available 
for 
expanded 
statew ide food stam p program 
P assenger boardings of Texas 
in trastate airlines increased 13 
p e rc e n t 
o v e r 
th e 
p rev io u s 
q u arter 


AUSTIN — Next big political 
campaign shaping up is for 
legislative pay raises and an­ 
nual legislative sessions on the 
November 6 election ballot. 
Top four elected Texas of­ 
ficials launched the campaign 
with 
the 
cooperation 
of 
35 
citizens’ organizations. 
Gov. 
Dolph 
Briscoe, 
Atty. 
Gen 
John Hill, Lt 
Gov. Bill 
Hobby and House Speaker Price 
Daniel Jr are united in support 
of Constitutional 
Amendment 
One. 
The amendment would raise 
legislative pay from $4,800 a 
year (plus expenses) to $15,000 
a year (plus $18 a day during 
sessions) 
It would 
also provide for 
regular legislative sessions of 
180 days during odd-numbered 
years and of 60 days, mainly for 
budgeting 
m a tters, 
during 
even-numbered years. 
Austin attorney Will Davis 
was selected chairman of the 
organizational support group, 
with Phil Strickland of D allas as 
vice chairm an 
An 
e x e c u tiv e 
c o m m itte e 
headed by Davis and Strickland 
will 
w ork 
w ith 
th e 
35 
cooperating trad e, civic and 
professional associations in the 
cam paign 
“Tins is a m ust thing,’’ said 
Attorney G eneral Hill. “ It is a 
necessity that we pay the right 
am ount for an honest d ay ’s 
work in a very high calling 
“Annual sessions in this day 
and tim e are essential for an 
e fficie n t, 
re sp o n sib le , 
in ­ 
te llig e n t 
an d 
a c c o u n ta b le 
legislative branch to properly 
function.’’ said Daniel 
T he 
sta te w id e 
su p p o rt 
o rg a n iz a tio n will c o o rd in a te 
fu n d -ra isin g 
an d 
p u b licity 
activities for the cam paign 
le g isla to rs have been paid 
$4,800 a year since 1960 
Voters defeated proposals for 
pay raises in 1965, 1968, 1969 and 
1972 
They also rejected annual 
sessions of the legislature in 
1969 
COMMISSIONER 
RESIGNS 
Byron Tunned resigned his 
position as a m em ber of the 


T e x a s R a ilro a d C om m ission 
and w as im m ediately replaced 
by Mack W allace of Athens 
On Septem ber 15, Tunned, 47, 
will becom e vice-president of 
Tenneco of 
Houston 
in 
the 
com pany’s 
governm ental 
a f­ 
fairs departm ent. 
W allace, 43, a form er district 
attorney, has been serving as 
executive director of G overnor 
B ris c o e ’s 
C rim in a l 
J u s tic e 
Council and as legal advisor to 
the governor Briscoe appointed 
him two days after T ram ells 
resignation. 
Tunned w as appointed to the 
p o w erfu l, th re e -m e m b e r oil, 
g a s 
an d 
tra n s p o rta tio n 
regulatory agency by form er 
Gov. John Connally in 1965, 
succeeding E rnest O. Thom p­ 
son He w as re-elected to a six- 
year term in 1972 
T E L E P H O N E 
SAVINGS 
C LA IM ED 
— 
L e g isla tiv e 
Budget Board approved a new 
te lep h o n e sy ste m for sta te 
agencies which reportedly will 
save a million dollars a year. 
T he 
sy ste m , 
pushed 
by 
Governor B riscoe, would link 
all state agencies over Texas 
and provide a toll-free long 
distance service nationwide An 
installation charge of $170,000, 
p lu s 
$350,000 
a 
m onth 
is 
re q u ire d 
for 
th e 
T E X A N 
com m unications network 
LBB advised Briscoe to be 
cautious he is not buying m ore 
o u t-o f-sta te 
se rv ic e 
th a n 
necessary. One m em ber, Rep 
W S Heatly of Paducah, said 
the telephone com pany should 
be required to im prove service 
to ordinary citizens before the 
s ta te 
p u rc h a s e s 
T E X A N 
P resent state telephone service 
now 
costs 
about 
$431,201 
a 
m onth for long distance and 
WATS lines 
AG OPINIONS — With som e 
e x c e p tio n s, W elfare D e p a rt­ 
m ent records on child care 
facility licensing are public, 
A ttorney 
G eneral 
Hill 
held, 
although 
identity of 
persons 
covered by social and health 
re c o rd s w ould re m a in c o n ­ 
fidential 
In other recent opinions, Hill 
concluded 


F e e s 
a ss e sse d 
a d u lt 
probationers can be used for 
juvenile probation at discretion 
of judges, although they should 
be used prim arily for adult 
probation purposes. 
No m e m b e r of th e 
63rd 
leg isla tu re would be eligible to 
paid appointm ent to the office of 
House 
adm inistrator, 
having 
resigned from the legislature to 
accept it But Rep Jam es I) 
Cole of G reenville took the job 
without salary. 
County com m issioners 
can 
hold bond elect ions for buildings 
and acquiring books for library 
purposes 
800,000 
NEW 
ADULTS 
Texas picked up about 800,000 
new adults overnight August 27 
when a law took effect granting 
m ajority rights to I8-to-20-year 
olds 
Under the new law, the young 
T ex an s 
can 
buy 
alcoholic 
beverages, enter contracts, get 
m arried without th eir p aren ts’ 
consent, and serve on juries, 
am ong other things. 
A total of 249 acts of the 63rd 
L egislature 
took 
effect 
last 
w eek 
A m ong 
th e m 
w as 
reduction of the penalty for first 
offense possession of m arijuana 
(up 
to 
four 
ounces) 
to 
a 
m isdem eanor 


SHORT SNORTS 
D r 
G eo rg e 
W illeford 
of 
Austin is expected to step down 
as state Republican chairm an 
in October 
A m erican P e tro fin a C om ­ 
pany of Texas announced price 
increases up to 15 cents a barrel 
for crude oil purchased from 
leases, as did Cosden Oil and 
Chemical Company. 
T he H ouse A d m in istratio n 
C o m m ittee 
re a ffirm e d 
a 
decision to buy a new $721,000 
voting 
m achine 
in 
spite 
of 
criticism from Lt. Gov. Hobby 
and others. 


About 500 people attended thi 
6th 
O ld 
G lory 
Schoo 
Hom ecom ing Sunday 
An o u ts ta n d in g c itiz e n sh ip 
plaque w as presented to Mr 
and M rs T. E Beil during the 
afternoon program 
Mr. Beil 
served as County C om m issioner 
for 12 y ears, before that he w as 
a m ain tain er operator for Prec 
I for 18 years. 
Mrs. Beil taught school h eri­ 
tor 27 y ears She also taught in 
several oth er schools in the area 
earlier 
They a re now both retired but 
he still serves on the Stonewall 
County H ospital Board and is 
president of the Local ch ap ter 
of the G erm ania M utual F ire 
Ins. A ss’n. 
Mrs 
Beil teaches a Sunday 
School class in the F irst B aptist 
Church in A sperm ont w here 
they a re m em bers. Together. 
Mr. 
and 
Mrs 
Beil 
can 
be 
credited woth m ore than 
60 
years of outstanding service to 
the Old Glory Com m unity, not 
only the Public Service for 
which they have been paid and 
which has been outstanding, but 
also as plain everyday good 
citizens and good neighbors 
O th e rs 
h o n o red 
at 
th e 
h o m eco m in g included M ary 
Brown Bristow and Mr. and 
Mrs Rueben Hinze who cam e 
from Im perial, Ca and w ere ex- 
students traveling the greatest 
distance 
B 
R. Johnson w as honored 
for being the oldest student 
present, and Mrs Beno H ert- 
ten b erg er received a present 
for being the m other with the 
m ost children or grandchildren 
present. 
Danny R Lam inert editor of 
the 
S tam fo rd 
A m e ric a n , 
delivered an address to the 
group and lack Gcrloff J r of 
Lubbock acted as m aster of 
cerem onies. 
Music 
w as 
fu r­ 
nished by Ken Wolsch and his 


THURSDAY, S E P T E M B E R 6, 
• 
of 
her 
sons 
here 
over 
the 
w eek en d , J a ck ie Ce* .off of 
Lubbock, Cecil Ray of Belen. _ * 
M 
an d R aym ond and his wife 


of Abilene 
M r. and Mrs. Thom as Letz 
and children of Levelland, and 
Mr and Mrs Jerry (.’a1 Ii coatie, 
Guy and Jill of Midland were 
guests in the home of Mr. and 
Mrs Charlie Letz, the Thom as 
Letzs also visited her parents, 
Mr a n d Mrs. C . T P ierce, and 
the Cal Ii coati es its p a ren ts, Mr. 
and 
Mrs 
Delos 
Callicoatte. 
Other visitors included M r. and 
Mrs. Ervin Korff of Robstown, 
The Korffs also visited -aith' 
others of the Let-/ fam ily 


by Bernice D. White 


Melody M akers 
Officers elected for the next 
Homecoming to be held in 1976 
arc: George Rhoads, president, 
Glen Pierce, vice president 
Mrs Oren Baldree, secretary 
tr e a s u re r ; and M rs 
B eaty 
B ryant, A ss’t Sec’y-Treas. 
Tile holiday 
weekend, 
the 
Homecoming, and the opening 
of dove season brought a lot of 
visitors to this com m unity. 
Mr 
and Mrs. Ed Letz had 
three of their four children 
hom e 
o v er 
th e 
w eekend, 
Stephanie, a teacher in Odessa 
Schools, Rev a, a teacher in 
L am esa Schools and Russell a 
student in New Mexico. 
Visitors in the home of Mr 
and Mrs. Beno Hert ten berger 
included their daughter and 
fam ily, M r. and M rs. 
Jack 
Sim m ons, Je rry , Jeff, Joel and 
Jack, 
and 
also 
M rs 
Oeke 
Simmons of Fort Worth, Doyle 
H erttenberger and daughters, 
Cr is and Bet ii of Irv mg. Mr and 
M rs. Roy H e rtte n b e rg e r of 
A sp erm o n t, 
M r. 
an d 
M rs 
M alcolm H e rtte n b e rg e r and 
Lane, and P atty Menifee of 


Rule. 
Mrs. K atie G erloff had three 


GRAND 
I w it o u i) 


Fri. 7 Sat. 8 Sun 9 
JEHL MIAH JOHNSON” 
Robert Redford 
Color 
DRW -IN THEA n i t 


(IBEN MGH t i V 


I- t i 7 — -Sat. 8 
i HILD S PLAY" 
Beau Bridges 
Color 


SHORT WAVES 


W k * f c k 


;y FR VS K SHE A It IJ 


lf you want to reduce its very sim ple - ji-st eat w 
afford. 


The quickest w ay to lose your shirt is to put toe jjhuch 


Did you ev er notice most things too good m be t rue are 


See you i i iday night at Rotan to watch our footbai 
e 
Monday night at the Booster Club to enjoy coffee. 1 
films of the gam e etc, At the high school-- 7 30 p rn 


fall begins 
with fashions from 


$ 1 5 .OO 


£ ti 


s > y g o 


Jane ColH 


IT PAYS TO SHOP AT HOME 


S C U L P T U R E D W ID E T R A K S 6 pm it 
-ll together 


(bi Fall. Haggat stvles new Mustang Wi l d 
I K \ 
with e x tra w ide I ash ion belt loops, Bold i ii IF 
m d 
i: i 


flare. 
100% 
C o r n e l ® 
p o K e s t e t 
d o u b l e k n i t o f l e t s total c o m b a t a n d 


lasting g o o d looks Cot in Bu >w in 


$16 


l h - i f ' - a per lei t o s t a n n u m e\ a m p i < 
t inn l i n d a n e , I l o l a n e < nil 
IL en rn 
m a n t a i l o re d T n t wi th a I" Id p l a i d 
, a i d m a n iaeket. it < m o m u p a- a i 
n ig h t. OI Io u ' , p o ly ,M i r. it s v ash ah 


l o p i n S i z e s " M I 


S h i r t i n v 
/>-- v M I 


P a n t s i n P o e - 7-1 7. “ IP. 


dueM 


PA G E 8. TH URSD AY, S E P T E M B E R 6, 1973 
T H E H A M L IN H E R A L D , H A M LIN , T E X A S 79520 
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151^ 
the real thing-forever 


FINE IMPORTED PORCELAIN CHINA 
FAU HOD H U I 


A . F 
R E G . GOC 


4 


pm*wi 


w 
~ 
$^4MMT 


THIS 
WEEK’S 
FEATURE 


come in... 
get your 
new 
BUCCANEER 
GIFT BOOK! 


Bread & Butter Dish 49 
With every s3 
purchase 


PANTY 
HOSE 
39< 
I 


300 COUNT' 


NOTE BOOK 
PAPER 
39< 


W AGNER 
Q UART 


BREAKFAST 
DRINK 
3:89* 


I 


FOOTBALL SEASON OPENS! 


F F I L IA L ED PR EM IU M H AKER 
POUND 


as// 
THRIF—TEE 


2S< 


4046 
AXIOMS 
W / T M 
7~4-i'£=, 
C O U P O N / 
r'Our OM FXPr&IEE' 
9-8-73 
RUSSET POTATOES 
I5< 


D EE M ONTE 
20 OZ 


00( 
W f l O ‘ C A S T O R E C O U P O N p ft 
SAVE 50<; It 


O N ^ O Z . S I Z 


C O O 1 
m n 


M S T lA l 
V 


= « » [ 
instant 
NESTEA 


PER 
AMILY 


WITH LEMON 
THRIF-TEE 
0 ( K . . . . 
o F F E R e x p i r e s 
9 . 8 . 7 3 
OO1 


3 
CATSUP 


L IB B Y S 
SPINACH® 


( ) 


VALUABLE COUPON 
z n 
ATH SIZE BEAUTY BARS 


WITH THIS COUPON 
699 


EIB HYF 
v 
✓ CORN J 
R 


SUGARY SAM 
YAMS 


BIG H OLI 
3 
TOWELS 
KLEENEX 3 894 


FABRIC S O F T E N E R 
GA I> EON 
STA- PUF 
899 


D E L MONTE D IL L C H IPS 
s $1 PICKLES 


T A S T E W H IG H T 
POUK 
SAUSAGE 


L B . BAG 
99 


12 OZ 
JA R 


F 
O 
R 


A F F I! I A T F I) 
FRANKS 


12 OZ . PK< 
■ 
899 


s 


t\ I I 
A J A X 


ALL PURPOSE C LEANER 


IM H OHI C O U PO N P U UNIT P U R C H AS ED 
* 


.O U P O N f SPIRES O N 9-8-73___ 


This coupon redeemable only at 


with this coupon 
699 


40 O Z . size 
r*N 


U S CH OIC I 


CLUB 


T H R IF -T E E 
STEAKS 


asvsvuss^CZH 
COLB I 
POWER \ 


LAUNDRY DETERGENT: 


wi th this c ou pon 
9 9 c 


* MR UN ’ P U R C H AS ED 
• 


.'iPON ( I P R I' ON 9-8-73 
84 O Z . SIZE 


POUND 


D E C K E R S 12 OZ. PKO. 


QUALITY 
BACON 
$119 


US CHOICE 


BEEF 
RIBS 
7 * 


This coupon redeemable only at T H R IF -T E E 


v! 
. with this couoon 
PALM OLIVE. ■ 
4 9 t 


4 
r n 


DISHWASHING LIQUID : 
W IT H THIS C O U P O N 
; 


I.IM IT ONE COUPON PITT UN IT PURCHASED 
* 
22 O Z 
S l Z l 


THIS COUPON O N L Y REDEEMABLE AT 
T H R I F - T E E 


DOUBLE BUCCANEER STAMPS ON W E D N E S D A Y WITH $2.50 PURCHASE 
MACS THHF-TE 
HAMOR, TEXAS 


